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Floralwood Daylilies : 


NEW INTRODUCTIONS HAWTHORNE ROSE: Possibly Mrs. 
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FROM MRS. BACH 


We have ten new introductions from Mrs. 
Bach of Bloomington, Ill, this year and 
each one is a masterpiece in every re- 
spect. Her 1953 introductions, such as 
Myrande, Snowy Egret and Alice, are 
fast taking their places among the very 
finest in America today. 


ALBATROSS: One of the finest very 
pale yellows that we have every grown, 
a sister seedling of Snowy Egret and a 
larger more open flower, and we like it 
equally as well. The flower is a self and 
very ruffled and crimped, a mid-season 
bloomer, fast increaser in contrast to 
Snow Egret, 48 inches tall and a husky 
plant. Net. $15.00 


BESS FOREMAN: A ocollector’s dream 
in pink and cream, petals a medium pink 
with cream sepals. Not a large flower 
but very dainty and a heavy bloomer and 
increases fast, 48 inches tall, blooms early 
and again late, one of the finest in bi- 
colors. Net. $8.00 


DAWNSON: A color break in a bright 
red that is nearly an ever bloomer here. 
A fast increaser, 44 inches tall, blooming 
early and right through the season. Has a 
yellow throat which extends up through 


_the petals, giving a star-like appearance. 
Net. $8.00 


DOROTHY PARKER: A grand new tall 
cream yellow that should be in every 
background planting. A light self that 
grows 60 inches in height and an excel- 
lent grower in every respect. The bloom 
is very large, giving a very showy effect. 
Net. $6.00 


HARRIET KNUDSON: Here is a bright 
spot for any garden, a rich orange flower 
with red brush marks on the petals, 44 
inches tall, a mid season bloomer and a 
husky plant. Net. $8.00 
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Valiant 


Bach’s best introduction to date and this 
one will be among the top ones before 
long. A color break of rosy purple on the 
deep lavender side with a golden throat 
Which extends up through the petals as 
a midrib. Flowers not large but a pro- 
fuse bloomer, 40 inches tall and the plant 
is a rampant grower making,a colorful 
clump in short time. A most beautiful 
plant when grown. Net. $25.00 


Dr. Corliss comments on Hawthorne 


Rose: ‘Absolutely unique aqnd_ should 
rate with the top ten daylilies today. De- 
veloped in Illinois, it thrives in my desert 
garden, the form, color and texture is 
tops.” 


IONE: A bicolor of great beauty and one 
that fits well in any color scheme. The 
color is outstanding, petals a rich orange 


and sepals a saddle brown, a large flower 
that opens wide, a fast grower and pro- 
lific bloomer. A great companion flower 
with Harriet Knudson. 46 inches. Net. 

$10.00 


KING DAVID: A large wide open flower 
of medium yellow with pointed petals and 
sepals, 48 inches tall, a prolific bloomer 
and increaser, a must have in the med- 
iums. Net. $10.00 


LADY IRENE: One of the finest addi- 
tions to the spider class that we have ever 
seen. A beautiful wide open flower in rich 
creamy yellow, petals and sepals whorled 
and twisted as seen in some orchids. Tru- 
ly an orchid-like bloom in every way and 
one that will certainly go places when 
known. Visitors are greatly attracted by 
this one. Net. $20.00 


PINK SUNRISE: A fine pink and white 
combination that has great merit. A very 
early pink to go with those lilies and del- 
phiniums in early spring. A large flower 
that opens wide, a fast increaser and all- 
round good grower. We like this one very 
much. Net. $6.00 


LIBERAL DISCOUNTS 


On orders under $6:00-——-Net price 
On orders $6.00 to $20.00— 
Select 25% additional 
On orders $21.00 to $30.00— 
Select 35% additional 
On orders $31.00 to $50.00— 
Select 45% additional 
On orders $51.00 and up— 
Select 50% additional 
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Above discounts apply on all items with 
exception of new introductions and Bargain 
Counter, which are net. 


IMPORTANT CHANGES IN TERMS 


Due to increased shipping costs we are forc- 
ed to limit orders to a $5.00 minimum. Any 
orders under this amount will be accepted 
subject to them being shipped via Railway 
Express collect. 

All. discounts must be taken in extra plants 
and not taken as a cash discount please, 
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Floralwood Introductions 


BROWN THRUSH—42”. A giant bloom 
in creamy brown, a pomegranate eye with 
a rufous orange throat, and dusted over 
all with gold, makes this one of the most 
spectacular we have seen in this class. 
Very lush, wide, light green foliage. Net. 

$8.00 


CREAM PARFAIT—42’. A cross of De- 
von Cream and Midwest Majesty brings 
forth this great cream white. A huge 
bloom of heavy substance, very crimped 
and fluted, with blooms wide open. A 
prolific bloomer and fast increaser. 

Branching excellent. Net. $15.00 


MOULIN ROUGE—38”. A well named 
“hem” that, will quickly go to the top. A 
deep Bordeaux red with a golden throat 
which extends in a V into the petals. 
Petals and sepals very recurved, giving a 
windmill effect. Highly acclaimed by all 
visitors. Net. $10.00 


ROSE FANTASY—40” A huge deep rose 
between carmine and Brazil red, overlaid 
lightly in purple. Glistening light yellow 
throat, making a very showy effect. 
Heavy foliage, a prolific bloomer and fast 
to increase. Net. $10.00 
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JOIN your Hemerocallis Society. Their beau- 
tiful yearbook, quarterlies, the loan library 
and slide collections are so well worth the 
annual dues of $3.00. Send your dues to 
Daisy L. Ferrick, 416 Arter Ave., Topeka, 
Kansas. 


SEND 10¢ to Dr. Philip Corliss, Box 68, Som- 
erton, Ariz., for his new list of more than 
125 rental sets of beautiful 35MM color 
slides. Autographed copies of the first edi- 
tion of his “Hemerocallis, The Perennial 
Supreme” are still available at $10 per copy. 


WHOLESALE PRICES: We can give very 
good wholesale prices on many items and 
will be glad to quote dealers. 
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1953 INTRODUCTIONS 
Prices are Net 


ALICE (Bach) 42”. One of Mrs. Bach’s 
finest, a heavy ruffled beauty in light 
cream with a green throat. This one is 
going up fast. Net. $10.00 
AUGUST CHARM (Bach) 42”. A won- 
derful salmon pink, orange sherbet effect 
in the clump. Small green throat. Net. 

$6.00 
LAVENDER LACE (Bach) 42”. A pro- 
lific bloomer in soft lacey lavender, med- 
jum in season, fast grower. Net. $8.00 
LOS BANOS (Wood, J. P.) 44”. The finest 
we have seen yet in the class, a remont- 
ant bloomer in a soft peach self, prolific 
bloomer, fine substance. This one is go- 
ing up. Net. $10.00 
MANILA (Wood, J.P.) 42”. A rounded 
velvety deep red beauty with a white 
midrib running through petals and sepals, 
heavy texture, good grower. Net. $8.00 
MISS YAKIMA (Wood, J.P.) 42”. A true 


gold self, wide open, ruffled and crimped 
and a white midrib and trim on each pet- 
al, really fine. Net. $8.00 
MYRANDE (Bach) 40”. The finest deep 
maroon or plum that we have ever seen 
with a darker center. Rich heavy pile and 
will stand the sun. This is one of Mr.s 


Bach’s best. Net. $10.00 
PINK DAMASK (Stevens, 1953) 40”. This 
rare and charming daylily is sweeping 
the country in popularity and _ should 
make the first ten very quickly. A self 
in rose pink, opening wide, well branched, 
blooming over a long period on a husky 
fast growing plant. Very scarce. Fall de- 
livery only. Net. $20.00 
PINK SATIN (Bach) 44”. A lavender 
pink of great charm with creamy throat 
which extends through each petal. Mid- 
' season and a rapid grower. Net. $6.00 
|. SNOW EGRET (Bach). Withheld for pro- 
pagation. 


GENERAL LIST 
All Subject to Our Discounts 
ALEXIA (Norton L..Wood J.P. 1950) 42”. 
One of the finest in tall cream yellows, Ma- 
donna lily type. Very profilic, good sub- 


stance. $1.50 
AMHERST (Wheeler) Withheld for propa- 
gation. 


AMULET—(Nes.) 40”. Beautiful light coral 
flushed pink, non fading, an excellent pink. 

1.50 
ANTOINETTE (Hayward) 32”. A soft pur- 
ple with brown overlay, small orange throat, 
very Striking. 1.00 
ARAB CHIEF (Saxton) 45”. One of Sax- 
ton’s best in a tall, large flowered canary 
yellow striped in red. A true spider type. 3.00 
ARABY (Hayward) 36”. A soft chamois col- 
ored peach with a distinctive brown eye. .75 
ARIADNE (Emig}) 40”. A spidery pale lem- 
on with a deeper cup. A graceful plant. 2.00 
ARMADA (Emig.) 36”. Blended orange, pro- 
lific bloomer. 00 
ARCTIC STAR (Nes.) 42”. A Bartya yellow 
or creamy buff with fluted edges. One of 


the best in its class. 1.50 
AUTUMN DAWN (Nes.) 45”. A beautiful 
Empire yellow. Stock very scarce. 2.00 
AUTUMN GLORY (McClure) 36”. A very 
rich multi-toned red. $1.50 


AUTUMN RED (Nes.) 39%. Vandyke red, 
flushed bright red, with orange throat and 
midribs. 50 
BALLET DANCER (Nes.) 38”. A very 
smooth buff, or Grenadine pink, giving an 
overall pink effect. 2.50 


BANDANA (Nes.) 42”. Here is a beautiful 
item in rich tomato red and orange. 3.00 
BARDELEY (Perry) 32”. A fine orange buff 
with a yellow throat. Af¢) 
BARONET (Stout) 34”. An early brilliant 
red with rounded bloom. 50 


‘BEACON FLAME (Nes.) 36”. Jasper red 


with bell-type blooms giving a fine garden 
effect. 1.00 
BERTRAND FARR (Stout) 30’. One of the 
very best in Grenadine pink veined rose. 1.50 
BLACK CHERRY (Doug.) 36”. A rich, lus- 
trous, black red that will withstand the hot- 


test sun. 1.50 
BLACKBURNIAN (Nes.) 40”. Velvety In- 
dian red with a purple overflush. 1.00 


BLACK EMPEROR (Russ.) 48”. Large, 
broad petaled, deep red with small yellow 
throat. Outstanding. ae 
BLACK FALCON (Nes.) 40”. Very large, 
wide open blooms, of near black, with crimp- 
ed edges, and small lemon throat. 2.00 
BLACK HAWK (Wheeler) 36”. Chalice 
shaped blooms of black maroon, A deep tone 
that will hold well. 100 
BLITHESOME (Nes.) 48”. A wide open 
cream yellow of heavy substance, Fragrant. 

2.00 
BOBOLINK (Wheeler) 45’. Garnet-purple 
petals, sepals yellow, an unusually striking 
bicolor. 3.00 
BRANDYWINE (Wheeler) 32”. A beautiful- 
ly ruffled wide bloom in rich garnet mahog- 
any with a purple eye. 1.50 


BRAVE WARRIOR (Nes.) 40”. A large wide . 


open bloom of rich oxblood red. A must 
have. 3.50 
BRIGAND (Nes.) 43”. A distinctive large 
flower of rose and mahogany with cream 
midrib, and a deep rose halo. 1.50 
BRIGHT EYE (Norton) 24”. A _ prolific 
dwarf or orange yellow with a red eye. 1.50 
BRIGHT STAR (Sass) 34”. Multiflora type, 
petals flame scarlet, sepals satmon orange. 

1.00 
CABALLERO (Stout) 40”. Large bicolor, 
rose petals with cream yellow sepals, a 
must. 27 (3) 
CANARI (Nes.) 38”. A satiny cream yellow 
with a green undertone. One of the finest. 

2.00 
CAROLS (Russell) 42”. A good red over- 
laid yellow giving a pleasing effect. 1.50 
CAPRICE (Stout) 24”. A dainty brown blend 
with yellow throat. 1.00 


CASCADE (Rudy) 42”. Mr. Rudy’s best of . 


1952 of light orange with pink overcast. 2.50 
CATHEDRAL TOWERS (Millik.) 36”. A 
grand buff with large red blotches on the 
petals. Unusual. 3.00 
CAYUGA (Saxton) 36”. Formerly “Uncle 
Joe.” A very fine large velvety red you will 
like. 3.00 
CELLINI (Wheeler) 36”. A smooth Amaryl- 
lis type canary self. Very profuse bloomer. 
Hard to beat this one. 5.00 
CERISE (Wheeler) 45”. Very showy rose- 
crimson flower shaded scarlet. Very fine. 4.00 
CHAMELEON (Claar) 24”. Opens red, quick- 
ly shading off to pink. One of the best small 
Hems we have seen. « 2.00 
CHANTICLEER (Wheeler) 36”. We highly 
recommend this bright crjmson with scarlet 
overlay. 2.50 
CHIEF FONTENELLE (Sass) 38”. Apricot 
orange petals, sepals zinc orange, a very 
large flower, set off by a darker eye zone. 

1.50 
CHIEF RED JACKET (McClure) 36”. A well 
named wide,.deep red bloom on a husky 


plant. 1.50 
CLARION (Viette) 24’. Medium rose self. 
An excellent border plant. 1.00 


CONSTANCE (Hill) 40”. One of the few 
ever-bloomers. Huge red-toned blend of 


heavy substance. Scarce. 3.50 
COOL WATERS (Emig.) 50”. Yellow flushed 
pale lemon enhanced by a green throat. Out- 
standing. 3.00 
COPPER GLANCE (Dore) 36”. A well nam- 
ed medium yellow and copper blend. 1.50 
COLONIAL (Norton) 32”. Outstanding buff 
with purple eye zone. Something different. 


1.50 
CRAEMORE HENNA (Plouf) 36”. Ruby red 
with sparkling henna overlay. 1.50 


CRAEMORE RUBY (Plouf) 36”. Dark ruby 
red self, opalescent deep pile. Outstanding 


in its class. 1.00 
CREAM FRILLS (Hill) 36”:A large finely 
formed cream self, limited stock. 2.00 


CREASY \(Rudy) 50”. A very large solid 
red of grand form. ib 1.50 ., 
CRIMSON CLOVER (Nes.) 43”. A beauty 
that is well named. A true clover pink. 1.50 
COPPER COLONEL (Sass Bros.) 40”: Large 
yellow flushed red, a copper beauty. 2.00: 
DAINTY GIRL (McDade) 42”. Soft apricot 
tan, sepals golden, very dainty. 3.00 
DOESKIN (Nes) 38”. Broad petals and se- 
pals in light creamy yellow, very fine. 1.75 
DAILY DOUBLE (Doug.) 40”. A salmon 
tinted Mikada orange. Partially double. An 
interesting breeder. 1.50 © 
DAMOZEL (Norton) 24”. We highly recom- 
mend this medium raspberry pink. Stock 
scarce. 1.50 
DAWN GLOW (Chris.) 48”. Caramel pink 
overlaid rose. A smooth pastel. 4.00 
DEEP SOUTH (Dore) 36”. Dore’s great ad- 
dition of 1951. Probably his best in a large 
deep plum red. - 5.00 
DEVON CREAM (Nes.) 38”. A rich cream 
self. Undoubtedly the best in this class. A 
must have. 3.00 
DRESDON DOLL (Nes) 50”. A symphony 
in cream and salmon buff, a smoothly fin- 
ished flower. 2.00 
DR. SLAUGHTER Russ.) 30”. Medium red 
with orange strips through the petals giving 
a very gala effect. 1.00 
DR. STOUT (Traub) 42”. A sunburst blend. 
An older item that has not been surpassed. 
~ 700 
DOUBLOON (Nes.) 44”. An _ outstanding 
golden yellow. Most rare. 2:00 
DUCHESS OF WINDSOR (Traub-Hay) 32”. 
Large blooms of soft yellow cream. 1225 
EARLE (Norton) 36”. One of the new med- 
ium reds that is very good. ~ 2,00 
EASTER MORN (Wheeler) 38”. Great fav- 
orite in buff yellow with brown halo, extra 
fine. 3.00 
EBONY BOY (Nes.) 20”. A well balanced 
dark red purple self. Ideal for borders. 1.00 
EMPEROR JONES (Hay.) 40”. A large mar- . 
oon purple. A good performer in every way. © 
* oes 
EGYPTIAN RED (McDade) 40”. Very large" 
deep red, very fine and it is scarce. 2.00 © 
ENCHANTRESS (Cum.) 48”): A pale yellow 
polychrome. ay 1 
ERICA (Perry) 36”. An outstanding golden” 
peach. acy br 
ETRUSCAN (Nes.) 28”. Blended buff and 
red. Very nice. 1,00 
EVENSONG (Nes.) 38”. One of the finest | 
daylilies we have grown. It is our honest - 
conviction that if better known this item 
would be at the top of any symposium. The ; 
mellow glow of this chamois-buff with a rose © 
halo is something to behold. An evening } i 
bloomer that is very scarce. 8.00 © 
EVENING STAR (McDade) 36”. A smoothly — 
finished star like pale yellow. coo. 
FAIRY LUSTRE (Nes.) 40”. A wide bloom — 
of Jonquil yellow, beautiful frosted overlay, — 
ruffled edging. 3.00 © 


FAIRY JEWELS (Nes.) 46”. A late, tall Aza- 
lea and shrimp pink self that is fine, the 
latest pink. 

FAIRMORN (Nes.) 40”. A very good: Jasper 
pink, very prolific. 1.50 
FAR NORTH (Nes.) 52”. One of the finest 
in a huge light yellow, one that will light up 
the background. . _ 4.00 
FELICITY (Nes.) 40”. 
best of light Aurelin yellows ‘that we grow, 
blooms over long period. — 4.00 
FIRETHORN (Nes.) Dragon blood, ruffled 
with orange cup and red stamens. A multi- 
flora. 1.50 
FLAMBOYANT (Douglas) 42”. A giant re- 
curved bloom of deep Indian yellow with a 


red halo, excellent. 3.00 
FLAVINA (Fewkes) 24”. A bright lemon 
yellow for the rockery. — 1.00 


FLORIDA (Hay.) 36”. 
rose that is very good in its class. 


propagation. 
GAIETY (Betcher) 40”. Very few list this 
most beautiful large opening soft yellow. 
1.00 
GARNET ROBE (Millik.) 38”, An all time 
great is this deep garnet red with its yellow- 
green throat. 5.00 
GANYMEDE (Wheeler) 42”, Great novelty 
in raspberry rose, broad recurved and light- 
er toned petals. 
GAY TROUBADOUR (Nes.) 40”. Petals in 
Indian red, sepals a frosty Maize yellow, 
very beautiful bicolor. 1.50 
GAY CHARMER (Sass) 40”..A tawny rose 
and a midrib of yellow gives this flower 
great charm. '. 1.50 


GEO. McCLURE (McClure) 36”. A medium: 


red of fine substance. 1.00 
GERONIMO (Fisher) 36”. A very flashy 
“hem” in yellow, buff and brown. Very few 
list this one. 1.50 


GLORY OF TEXAS (Russ.) 30”. Perhaps the 


very best in ruffled burgundy wine from 
this originator. tis 
GOLD COAST (Emig.) 40”. Every garden 
should have this outstanding golden orange. 
1.00 
GOLDEN PHEASANT (McDade-Parry) 36”. 
Well named large golden self. 2.50 
GOLDEN SCEPTRE (Nes.) 45’. A tall grace- 
ful ot bearing deep golden orange blooms. 
115 
GOLDEN GRAIN (Nes.).. Golden yellow 
large bloom of good substance and _ fine 
branching. 1.50 
GOLDEN ORCHID (Den.) 36”. The finest 
we have seen in the class, a large spider type 
in cream yellow and gold, heavy substance. 
This will be a top one. 4.50 
GOLDEN WEST (Sass) 48”. A tall grower 
with glistening medium gold flowers that 
open wide. .75 
GRACE (McDade) 38”. Orange and red bi 
color that is a beauty and blooms over a long 
period. 2.50 
GRANDVIEW (Rudy) 1952, 42”. A new ruf- 
fled deep polychrome. 2.00 
HAILE SELASSIE (Wheeler) 36”. A multi- 
petaled novelty in a very large purple black. 
Outstanding. 4.00 
HAROLD PATTERSON (McDade-Perry) 
56”. Very tall yellow and rose bicolor, You 
will like this one. 1.50 
HAVILAH (Norton) 36”. A very nice med- 
ium soft yellow. 149) 
HAZEL SAWYER (Wheeler) 24”. A fast 
growing and prolific Laurel pink, well 
branched. 1.50 
HEARTHFTRE (Nes.) 40”. A very fine dark 
red maroon that seems to be in very short 
supply. ‘ 
HELEN (Sass, Hans P., 1954) 36”. A crown- 
ing achievement and certainly the finest we 


3.00 | 


This is one of the © 


An older buff and 
1.00. 
FRANCIS RUSSELL (Russ) Withheld for —_ 


3.50 * 


2.50" 


+ 


have ever seen from the late Mr. Sass. A 
beautiful thing in a deep lavender pink self, 
described by Ridgeway as “Deep Vinaceaus.” 


-. The blooms are wide open on a well branch- 


_ed stalk, blooming early mid-season and over 


- eollection. Net. 


avery long period. A fine grower in every 
respect. This fine pink should be in every 
10.00 
HER GRACE (Nes.) 38”. A great favorite in 
very pale yellow. 2.00 
H. FULVA ROSEA (Stout) 48”. A rose pink 
specie, still one of the finest in the “pink” 
class. 1.50 
HIGHLAND CHIEFTAIN (Nes.) 42’. A soft 
wine rose. Every garden should have this 
one. 50 
HONEYDEW (Nes. 45”. A highly finished 


. flower in this beautiful Melon buff. 2.00 
. HONEY REDHEAD (Nes.) 38”. Velvety 
bright red with a cream border. One of the 
most striking daylilies today. 1.00 


HOPE (McDade-Parry) 44’. Yellow and rose 
bicolor that should be better known. 3.00 
HYPERION (Meade) 40”. This large lemon 
canary yellow “hem” has surely been the 
most popular in the class. 50 
ILE DE FRANCE (Russell) 36”. Most un- 
usual shade of creamy brown with pink in- 
fluence. A pastel. bicolor that is fine. 1.00 
INDIAN CHIEF (Traub) 50”. A well named 


large star bloom in coppery red. Very fine. 


1.50 
INVINCIBLE (Emig.) 52”. Very tall Chinese 


-red banded in carmine. 2.00 


JEAN (McDade) 48”. A very late red bicolor, 
very bright and has fine texture. 1.00 
JIMMIE JR. (Norton) 24”. Burnt orange and 
yellow, one of the best from this originator. 
1.00 
JUST MARY. (Russell) 36”. A grand yellow 
veined green, throat red, very popular. 1.50 
KANSAN (Hill) Withheld for propagation. 
KILLARNEY LASS (Nes.) 40”. Petals zer- 
anium pink, bordered soft flesh pink, sepals 
soft pink. One of the best. 5.00 
LADY FAIR (Nes.) 38”. One of the most 
charming daylilies we grow. A soft blending 
of Jasper and flesh pink. 4.00 
LO THE WIND (Russ.) 36”. You will like 
this light red self. afte) 
LONE STAR (Russ.) 42”. Large mahogany 
red. We like it in many respects better than 
Painted Lady. 1.00 
LOUISIANA MOON (Russ.) 36”. A purple 
red with lemon midrib, one of the very best 
from Russell. 2.00 
LOVEBIRD (McDade-Parry) 36”. Blended 
orange gold that shines right out in any 
garden. Wy ia) 
LUSTROUS (Nes.) 40’. Bright pink in color 
with a lustrous over-glow and blooms very 
heavily. 2.00 
MAID MARION (Lester) 42”. A top ruffled 
coral pink, very large, one of the very best, 
fall delivery. my Ast) 
MAMIE LAKE (Russ.) 48”. The great favor- 
ite of manv. Rosy orchid and a green throat 
really set this one off. 1.00 
MANDARIN (Farr.) 54”. Very large prim- 
rose vellow, blooming over a long period. 
One of our best ones. ; 


MABEL HIBBERSON (Parry) 36”. A blend — 
of coppery old rose. This is a good one. 1.00 


MARTHA WASHINGTON (Wheeler) 48”. 
Don’t miss this one. A symphony of silvery 
old rose. Very heavy bloomer.’ Excellent. 5.00 
MARIE FAWCETT (McDade) 42”; Excellent 
medium yellow of great promise. 3.50 
MASSASOIT (Nes.) 60”. Copper red flowers 
blazed with Indian red. One of the tallest for 
background work. 1,25 
MATADOR (Nes.) 40”. Velvety rich mahog- 
any, a cup shaped flower of great brilliance. 

1.00 


MAJESTIC (Stout) 36’. This is one of the 
best large deep orange “hems” that we know 
of today. 1.00 
MEADOWLANDS (Russ.) 42”. A large rosy 
brown that is outstanding in every respect. 


2.00 
MELO (Norton) 36”. Medium yellow with a 
pale brown overlay. sto 


MERRY MOOD 40’. This one gets our vote 
for the best Dove rose pink in the field. 
Stock sells out quickly. 2.00 
MIDWEST CAVALIER (Sass) 48”. Tall 
graceful cream with a brown eye, very strik- 
ing 1.00 
MIDWEST MAJESTY (Sass 1951) 44’. Pos- 
sibly the best from Mr. Sass, a large fine 
yellow with great form and substance. 5.00 
MIDWEST STAR (Sass) 48”. A scarce item 
from this originator in this large fine pale 
yellow. 5.50 
MILADY (Nes.) 40”. A lily formed salmon 
pink that should be among the very top 


ones. 4.50 
MINNIE (Hay.) 36”. A red satiny self that 
is very good. 75 


MINUET (Nes.) 40”. Frosty pink shaded 
deeper pink on the petals, a large Fulvea 
Rosea form. 1.00 
MISS JENNIE (Norton) 36”. A soft orange 
buff. This one will be very popular. 1.50 
MISS HOUSTON (Russ.) 54”. Tall graceful 
“pink” with yellow throat. Outstanding. 1.50 
MODESTY (Betcher) 36”. A very scarce item 


in a fine wide-open creamy yellow. 00 
MONGOL (Norton) 36”. Large clear yellow. 
Very near continuous bloom. 1.50 


MOONRAY (Nes.) 32”. A dainty recurved 
pale yellow with a semi halo of Pompeian 
red. 1.00 
MORNING GOLD (Hall) 36”. Very much 
sought after deep yellow with distinct brown 
trim. 2.00 
MOROCCO RED (Nes.) 36”. A brilliant Mo- 
rocco red. Very small orange glow in the 
heart. Fine. 1.00 
MRS. HUGH JOHNSON (Russ) 42”. Un- 
doubtedly best large red self from this orig- 
inator. 1.00 
MRS, JOHN TIGERT (Watkins) 36”. Very 
bright red with a golden throat. ats: 
MRS. JONES (Norton) 24”. A stocky plant 
with large light yellow blooms. Very good. 
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MUSCAT (Wheeler) 36”. Paints violet pur- 
ple shaded mahogany with a light margin. 


3.50 
MYSTIC MOON (Nes.) 40”. Extremely ruf- 
fled pale yellow. Very sun resistant. 3.50 


MYRNA (Saxton) 36”. We believe this to be 
the best rose red in existence. A strong 
grower, and plant completely covered with 
sparkling bloom. 1.50 
NARANJA (Wheeler) 38”. Very large ruf- 
fled pure golden orange. In our opinion the 
best in its class. 4.00 
NEBRASKA (Sass) 40”. Large Cadmium 
yellow. Very ruffled. 7D. 
NIAZUMA (Russ.) 36”. Firey red and ma- 
hogany. Certainly a bright spot in the gar- 
den. 1.00 
NICKOJACK (McDade-Perry) 44”. A yellow 
bi-tone. One that will be widely grown when 


better known. 1.50 
OLD TAPESTRY (Emig.) 36”. A good day 
lily in blood red with buff edges. 50 


ORANGE BEAUTY (Sass) 44’. Our choice 
of the large orange medium selfs. Broad 
petals and fragrant. 3.00 
PAINTED LADY (Russ.) 36”. Number one 
of the hundred best. Huge eight-inch bloom 
of cinnamon brown flushed terra cotta, coral! 
throat. 3.00 


PAISLEY (Nes.) 42”. A novelty blend of 
red and mahogany as in a Paisley shawl. 1.00 
PATRICIA (Stout) 36”. A pale yellow with 
small green throat. 1.00 
PEPPERMINT STICK (McDade) 30”. A 
dainty border item of cream and pink. 1.00 
PERSIAN PRINCESS (Nes.) 40”. A sympos- 
ium favorite of velvety red overflushed pur- 
ple. “to 
PETER PUMPKIN (Nes.) 38”. A wide open 
deep orange self. One of the best in the 
orange class. 3.00 
PINK CHARM (Nes.) 40”. A best seller of 
coral pink with green throat. One of the 
best. 1.50 
PIQUANTE (Nes.) 40”. A raspberry pink. 
One of the most effective in the garden. 1.50 
PLUM MIST (Plaar-Perry) 40”. Beautiful 
velvety plum with chrome cup. Similar to 


our Myrande, but smaller. A must. 4.50 
POMEGRANATE (Nes.) 50”. A fine medium 
red tinted with an overlay of tan. 3.00 


PORCELAIN PINK (Nes.) 39”. One of Mrs. 
Nesmith’s best in Coral red banded in Opal 


red. 2.00 
PORT (Stout) 36”. A multiflora type in 
bright red. Very effective. rife) 


POTENTATE (Nes.) 36”. The top pansy 
purple to date. This one rates the highest. 


5.00 
PURPLE ELF (Nes.) 39”. Outstanding deep 
purple self. Very deep pile. 1.00 


PURPLE MIST (Russ.) 30”. A fine small 
rounded flower in misty orchid purple. 3.00 
PURPLE FINCH (Nes.) 42”. A glowing re- 
curved red purple with darker flush above 


a cup of vellow. 2.00 
QUEEN ESTHER (Sass) 36”. Mr. Sass’s 
best red. Medium size. Very fine. 2.50 
QUEEN OF GONZALES (Russ.) 36”. Fine 
deep gold and a constant bloomer. 1.00 
REBA COOPER (Traub) 50”. Tall growing 
apricot buff with red eye zone. 1.50 


RED CINDERELLA (Russ.) 24”. A great 


border plant in bright shiny red. L715" 


RED HUSSAR (Nes) 38”. A carmine red 
with a deep orange cup, very striking. 1.50 
RED RIVER (Russ.) 36”. Extremely showv 


deep red self. 1.00 
REDWOOD (Hill) 58”. A tall glowing deen 
red, large flowered. 1.50 
REGAL LADY (Nes.) 40”. Probably the best 
rose bi-color. Rose cup. 155 
RICHARD (Norton) 49”. A Cadmium orange 
with great promise. 2.00 


ROSALIND (Stout) 42”. A rosy pink. Un- 
doubtedly the best of this originator. 1.50 


Py? 


ous divisions.” 


in fine shape.” 


well packed.” 


have a fine pair in them.” 
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R.Z., N.Y. “Shipment arrived this week in 
A-1 condition. Was overwhelmed by your 
wonderful stock and unbelievably gener- 


F.E.R., Okla. “Acknowledge receipt of day- 
lilies which were nice plants and arrived 


F.M., Mass. “Were certainly surprised at the 
large and generous divisions which were 


F.R.M., Ohio. “Your Manila and Los Banos 
have bloomed the first year. You certainly 
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ROSE BEAUTY (Russ) 42”.-A well named 


daylily. It is a good rose pink. 1.50 
ROSASH (Saxton) 38”. A rounded light rose 
red flower. Fine novelty. 2.50 


REVOLUTE (Sass) 46”. A cool light yellow. 
Fine branching. A top one in the sympos- 


ium. 2.00 
RIVIERA (Emig.) 46”. A fine apricot or- 
ange. 1.00 


ROYAL LADY (Wheeler) 30”. A beautiful 
flower of pansy purple with recurved petals 
of light violet. 2.50 
ROYAL RUBY (Nes.) 36”. We believe this 


the best in an intense crimson red. A smooth- ' 


ly finished flower. 2.50 
ROYALTY (Nes.) 40”. A large true maroon 
self with the blue purple sheen over all. 1.00 
RUBY SUPREME (Wheeler) 40”. Beautiful 
ruby red with a green threat, very nice. 2.00 
RUDDY RED (Nes.) 38”. Petals of Vandyke 
red, sepals yellow flushed red. Most unusual. 

1.50 
SALMON GLORY (Dore) 48”. A salmon 
buff. Much admired in our garden. 2.00 
SAN PEDRO (Russ.) 36”. A canary gold 
that stays open over a very long period. 1.50 


SCARLET O’HARA (Hay.) 32”. A_ great 
scarlet red self that is very scarce. 3.00 
SKYLARK (Russell) Lemon, green throat, 
very fine. At. 
SOUTHERN QUEEN (McDade) 40”. Yellow 
and red blend. A good new one. 2.00 
SOUTHWIND (Nes.) 40”. A cinnamon buff 
that sells out early. 2.00 
SPANISH CAVALIER (McDade-Perry) 40”. 
Showy red and yellow bi-color 2.50 


SPRINGTIME (Nes.) 20”. Orange and yel- 
low dwarf. Very effective in the border or 


rockery. 2.00 
STARDOM (Russ.) 36”. Very nice medium 
red blend. 1.50 


STAR SONG (Nes.) 30”. A frosty salmon 
buff. One of the best day lilies that we have 
grown. 5.50 
STRONGHEART (Nes.) 40”. A good per- 
former in English red overlaid orange. 1.00 
STRIPEY (McDade) 38’. An Indian red self. 
A new one that should be better known. 1.50 
SUNGOD (Sass) 40’. Large full flowered 
and ruffled chrome self. 4.00 
SUSAN (Russ.) 36”. A very large red with 
a clean canary stripe thru petals. Striking. 

1.50 
SWEETBRIAR (Nes.) 40”. One of the best 
in tawny pink with yellow throat. We have 
sold over 1500 of these during the past year. 

1.00 


V.R.J., La. “Thanks for the wonderful 
plants, the nicest I have ever bought.” 


T.H.J., Wash. “The daylilies arrived in ex- 
cellent condition. Wish to thank you for 
them and especially for extras included.” 


R.E.H., Georgia. “Did not expect any bloom 
from spring planting, ,but have had. good 
bloom from your plants.” 


I.M.H., Wash. “Received shipment and wish 
to express appreciation for the fine plants, 
they are the best I have ever bought.” 


M.M.G., Texas. “Inclosing another order for 
hemorocallis. Ordered from you last year 


O.L.F., Ark. “Daylilies came yesterday, all 
R.J.C., Ill. “Hems arrived yesterday in good 


N.B.B., Miss. “All of the ones I bought from 


SYLVIA (Russ.) 42”. A _ beautiful pastel 
blend of rosy pink and brown. 1.00 
TAFFY (Saxton) 36”. A rounded flower of 
butter yellow overcast pink. One of the best 


Hems we have seen. 3.00 
TAKOMA (Norton) 60”. A most striking 
rose and yellow bi-color. 1.00 
TAPERLIGHT (Nes.) 36”. Large creamy 
self. Very lush green foliage. 1.50 
TARTAR PRINCE (Nes.) 34’. One of the 
best maroon purples we grow. 1.00 
CHE CHAMP (Russ.) 36”. A blend of pale 
‘opper and yellow. 75 
\‘HE PIPER’S SON (Russ.) 32”. A brownish 
rose red. Very good. 2.00 


THE SULTAN (Nes.) 40”. A broad petaled 
very dark red with a gold throat, velvety 
finish. 2.00 
THERON (Stout) 30”. The mother of dark 
purple reds, and a good one. Arf) 
THOROBRED (Nes.) 39”. Very large rich 
red. 1.00 
THUNDERHEAD (Nes.) 40”. A lustrous al- 
most black day lily. Very small yellow on 
3. 

TOKAY (Nes.) 50”. Very late opening flower 
of salmon with deeper pink zone on arre 
UNCLE JOE \(Saxton) See Cayuga. 

VALIANT (Cook) 42”. A pure golden or- 
ange. One that will quickly go to the top of 


the symposium. 4.00 
VESPERS (Nes.) 39”. A pale cream yellow 
of great beauty. Very ruffled. 2.00 


VOLGA (McClure) 24”. A border plant of 
rich plum red. Beautiful. 2.50 
VULCAN (Stout) 30”. Light red with yellow 
throat. An older one, but good. 1.00 
WAVERLY (Rudy) 40”. A rose self with 
deeper throat. 1.50 
WEKIWA (Traub) 44”. A bright Brazilian 
red with a garnet eye. Very good. 1.00 
WHIPPORWILL (McDade-Perry) 38”. One 
of the newer medium yellows. Destined to 
go up. 2.00 
WOODLOT GOLD (Cleve.) 36”. One of the 
older soft deep cream yellows that is very 


good. 1.00 
WOODRIDGE (Norton) 36”. Red toned bi- 
color that should be better known. 1.00 
ZEBRA (Saxton) 38”. A golden coral bi-col- 
or. Very bright and showy. 1.00 
ZEZZETTE (Taylor) 36”. A rose flower edg- 
ed with yellow. Stock very scarce. 4.00 
ZION (Rudy) 36”. A dainty maroon, orange 
throat, outstanding in every way. 2.50 | 
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Regional Comments from our Pleased Customers 


R.E.H., Georgia. “Thanks for the splendid 


stock which arrived last week, they are 
wonderful.” 


and found them very satisfactory.” 
in fine shape. Thanks for the extras.” 
condition and all are splendid plants” 


you in late March have bloomed.” 
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DAYLILY BARGAIN COUNTER 


It is doubtful if you have ever heard of 
these items selling at these sensational 
prices before. They are all good garden 
subjects and some are currently selling 
for a dollar each and upward. We are 
overstocked in them, hence the very low 
prices. 

These prices are net and not 

subject to regular discounts. 


AUTUMN RED \(Nes.). Vandyke red, 
flushed bright red, with orange 
throat and midribs 50 

BARGNET (Stout). An early brilliant 
red with rounded bloom .50 


CAROLS (Russell) Light rose pastel .55 


CORALLINE (Nes.). Maize yellow, flush- 
ed shrimp pink, giving overall pink 


effect in the clump a 
CITY OF MEXICO (Russell) Red 

wine, white midrib .80 
CLARANADE (Russell) Fine deep 

wine 80 
DAUNTLESS (Stout) Huge cadmium 

yellow 40 
DOLLY VARDEN (Nesmith) Very 

fine pink coral .65 
DR. REGEL (Muell) Bright gold, 

very good 00 
EVANGELINE (Russell) Tall wine, 

yellow throat 39 
GLADIATOR (Russell) Golden yel- 

low, salmon eye 40 
GLORIA RUSSELL (Russell) Very 

fine red .80 
GLOAMING (Cook) Yellow, overlay 

of gold 40 
GOLDEN DREAM (Betcher) Very 

fine medium yellow 40 
GOLD MEADOWS (Russell) Ruffled 

canary lemon, tall co 


HANKOW (Stout) Yellow, scarlet eye .40 
JANICE (Russell) Red and yellow 


bicolor 90 
JOY RUSSELL (Russell) Large pale 

lemon 40 
LADY FRANCIS (Russell) Two 

toned red .80 
LIGHTS OF PARIS (Russell) Gold- 

en yellow tipped red 40 


MARCUS (Perry) Apricot orange 40 
MARDI GRAS (Russell) Medium red, 


yellow overlay ion 
MARJORIE RUSSELL “*(Russell) 

Medium light red .80 
MIKADO (Stout). Orange brown with a 

brown eye, a good one .40 
MINNETONKA (Russell) Fine deep 

red 65 


MISS BILOXI (Russell) Medium red_ .80 
MONTIE (Russell) Very fine yellow 


red bicolor 150) 
MOONBEAM (Sass) One of the best 

in citron yellow .40 
MORNING GLORY (Russell) Smooth 

red 80 
MRS. B. F. BONNER (Russell) One 

of the best pale lemons 00 


OLD TAPESTRY (Emig.). A good day 
lily in blood red with buff edges .50 


ON TOUR (Russell) Large palest 


lemon 80 
PACE SETTER (Russell) Vermillion 
and yellow bicolor .80 
PEACH BLOW (Nesmith) Peach and 
gold, very good 40 
PURPLE SAGE (Russell) Deep wine 
purple m3) 
PURPLE WATERS (Russell) Rich 
wine, green throat FD 


RED GLORY (Russell) Very fine 
medium red 45 


ROSE OF GONZALES (Russell) Two 
toned light red .80 


ROYAL (Meade). One of the best in the 
ruffled primrose yellows 50 


RUSSELL’S MINUET (Russell) Rose, 
yellow stripe 45 

RUSSELL’S SUNKIST (Russell) Small 
rose and bronze cod 

RUSSELL’S SUNSET (Russell) Old 


rose bicolor Rs 33) 
SERENADE (Stout) Coral pink oo 
SPRING PARADE (Russell) Rasp- 

berry, deeper throat 
STAR CLUSTER (Russell) Star 

clusters of brown, yellow A5 
STARGAZER (Russell) Fine very 

pale yellow .80 
TAJ MAHAL (Russell) Velvet 

chrome, red eye .80 
TEJAS (Russ.). Firey red with a yellow 

throat. A top border plant 50 
THE DIRECTOR (Russell) Excellent 

huge wine red 45 


VICTORY (Russell) Well named huge 
yellow with red V 45 


WAUBUN (Stout) Recurving yellow, 
very fine : 


ZOUAVE (Stout) Fine red bicolor Do 


EXTRA SPECIAL 


To those of you who are not acquainted 
with daylily varieties and wish to have 
fine items, just send us $5.00 or more, 
and we shall make up a fine assortment 
from our complete listings, and we shall 
guarantee to send you a value in excess 
of your remittance. These assortments 
will include some of our finest stock. 


TOTAL AMOUNT 


Washington State Tax 
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Last year we introduced two great iris, 
Arlene Wood and Jane Hofford, and 
these two have _ proved themselves 
through out the country as most out- 
standing. This year we are introducing 
one of the finest pinks we have ever 
seen and the extreme height makes this 
iris invaluable as a background subject. 
Tommy’s Pink is a large flowered well 
branched iris that gives a very showy 
effect. 


TOMMY’S PINK: 60”. A grand flower of 
smooth pink, falls and standards being 
identical in color, a clean haft with a 
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For lris Fans Only 


clear tangerine beard. Foliage broad and 
high and increases fast. Garden visitors 
claim this one of the finest pinks they 
have ever seen. Net. $10.00 


ARLENE WOOD: 1953. The heaviest 
ruffled iris to date in dove orchid stand- 
ards and a clean lilae orchid in the falls, 
a tightly closed dome. A very clean haft 
and beard of soft lemon. This iris has 
been acclaimed by many iris judges as 
the very best in the class. The bloom is 


very large and #ie. bramching is excel- 
lent. Net. $6.00 


JANE HOFFORD: 1953. The exact coun- 
terpart of Arlene Wood in size and form, 
the only difference being in color which 
is a full rich cream in the standards and 
falls of creamy yellow trimmed in lemon. 
A very clean haft and a matching beard 
of lemon. A very heavy ruffled iris and 
one that is sure to please. Net. $6.00 
AGAIN we repeat, if any_of the above iris 
does not come up to your expectations 
we shall be glad to give you credit for the 
amount paid in any items from our gen- 
eral listing of daylilies. 
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DAYLILY CULTURE GARDEN CLUB POOLS 


We welcome pooled orders from Garden clubs and in this way 
a whole club may place their orders together and take advan- 
“age of the sensational discounts we offer. 


The daylily has been called the “lazy man’s flower’’ by many but 
this is only partially correct. It is true that you may have success in 
any kind of soil and under most any condition, but, with a little extra 
care, you may have the very finest in large and colorful bloom. 
WASHINGTON STATE TAX 


— -Wkenington State residents, please add 3% sales tax to the 
é eera of your order, No tax outside the State of Washington. 


py 


Any good barnyard manure worked in around your plants in the fall 
is beneficial but be wary of using a large amount of commercial ferti-” 
zers as the daylily does not seem to absorb them as some plants: ae 


If you live in a zone of hard winters and icy coverings during the 
dormant period, would suggest that you do your planting in the errs * 
by all means to eliminate winter loss. Allow your plants to form large - 
clumps for beautiful effects, and when you do make divisions, do not 
plant huge divisions as they seem to sulk when so planted. Keep them ~ 
well watered when planted until they are well established. 


SHIPMENT DATES 


Shipments shall be made March 15th through May and fall 
on shipments from August 15th through October. 


SUBSTITUTIONS 


We make no substitutions unless you specifically ask us to do 
so and name your substitution. Your money~shall be refunded 
immediately on any plant that you order ae we cannot furnish: 


Some varieties do not show their best in bloom for the first year and 
for this reason should not be closely judged until they are well estab- 
lished. 
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